(Breakthrough, Summer 1988) 


A HEMI-SYNC® EXPERIENCE 

by Ralph Politte, A.B., M.A. 

Ralph Politte is a retired Economist for the United States Government. 

Julie was diagnosed as having a parotid tumor beneath her jaw and just below her left ear. 

She had had a similar tumor removed eleven years earlier. During the first surgery, she had 
felt fear, pain and had experienced partial facial paralysis. She was terrified before the second 
surgery. 

At her request, I suggested a Hemi-Sync tape for Julie to listen to: the METAMUSIC® tape 
Modem before and after surgery. 

Julie played the tape several times a day for 2-3 days before her operation and several times a 
day for a few days afterward. 

Julie reported the following results: she was due to stay in the Recovery Room for at least 
twenty-four hours, but was released after 3-4 hours; there was no facial paralysis; she was due 
to be in the hospital about 5 days, but healing progressed so well that she was released after 2 
days; she felt no pain after the operation, and healing has progressed much better than the 
surgeon expected. 
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